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16      DOCKETED ITEMS

9109090115 Notifies of proposed mods to allow individual flow rate testing of two main              -9109270082 Requests \

feedwater pumps G3A & G3B.                                                                                                            Support   Replacement

ROSENBLUMJR.M. Southern California Edison Co. 91/09/03. Document Control                  10CFR2.790(b)(4)).

Branch (Document Control Desk). 2oo. 59053:302.59053:303.                                                          D1PIAZZA.R.P. Westfngr

-9109270082 Requests WCAP-13046, "As-Built Rept for SONGS 1 Thermal Sheild
~   '                   Design,"    be    withheld    from    public    disclosure    (ref

Branch (Document Control Desk). 2pp. 59053:302-59053:303.

9109090147 Summary of 910709-10 meeting w/uttl re ECCS tech spec amend request
BRADFUTE.J.O. Project Directorate V. 91/09/03. Project Directorate V. 32pp.
59040:244-59040:275.

9109060187 Revises schedule for submittal of add! info re TMI Item lll.D.3.4 concerning
control room habitability.Submrttal date for info will be 911122.
ROSENBLUM.R.M. Southern California Edison Co. 91/09/05. Document Control
Branch (Document Control Desk). 3pp. 59034:204-59034:206.

9109100257 Informs of rescheduling of submittal re installation of steam generator over-
fill protection sys.per Generic Ltr 89-19.

ROSENBLUM.R.M. Southern California Edison Co. 91/09/06. Document Control
Branch (Document Control Desk), ip. 59087:171-59087:171.

9109110225 Suppl 2 to Amend Application 188 to License DPR-13, revising Tech Spec
3,3 re safety injection & containment spray sys & 3.5.5 re containment isolation instru-
mentation to reflect mods made during Cycle 11 refueling outage.
MORGAN.H.E Southern California Edison Co. 91/09/09. Document Control Branch
(Document Control Desk). 2pp. 59085:245-59085:340.

-9109110228 Suppl 2 to Amend Application 188 to License DPR-13, changing Tech
Spec 3.3 re safety injection & containment spray sys & 3,5.5 re containment isolation
instrumentation to reflect mods made during Cycle 1 1 refueling outage.
MORGAN.H.E. Southern California Edison Co. 91/09/09. 53pp. 59065:247-59085:299.

-9109110227 Proposed Tech Spec 3.3 re safety injection & containment spray sys,3.5.5
re containment isolation instrumentation & 4.4 re emergency power sys periodic test-

Southern California Edison Co. 91/09/09. 43pp. 59085:300-59085:340.

9109170295 Notification of 910920 meeting w/util in Rockville.Md to discuss details &
status of outstanding licensing issues at facility.

BRADFUTE.J.O. Assistant Director for Region IV/V Reactors (Post 901216). 91/09/
12. MURLEY.T., MIRAGLIA,F., RUSSELL.W. NRC - No Detailed Affiliation Given. 3pp.
59116:353-59116:355.

9109200281 Forwards SSER re SEP Topic MI-3A "Effects of High Water Level on

acceptable.

..                                  V. 91/09/16. RAY.H.B.

Co. 3pp. 59157:292-591 57:297.

Structures." Methodology & criteria used to resolve issues acceptabl
KALMAN.G. Project Directorate V. 91/09/16. RAY.H.B. Southern

California Edison

-9109200288 Safety evaluation re SEP Topic III-3A "Effects of
Structures." Methodology & criteria used to resolve issues accec

.

* Office of Nuclear Reactor Regulation, Director (Post
59157^95^9157^97.

cts of High
acceptable.
t 870411). i

Water Level on
HI). 91/09/16. 3pp.

9109300152 Forwards environ assessment & notice of issuance of environ assessment
& finding of no significant impact re 900728 request for full-term OL for fadlrty.Notice
forwarded to Of c of FR for publication.

KALMAN.G. Project Directorate V. 91/09/16. RAY.H.B. Southern California Edison
Co. 3pp. 59256:235-59256:270.

-9109300204 Notice of issuance of environ assessment & finding of no significant

impact re 900728 request for full-term OL for
DYER.J.ER. Project Directorate V. 91/09/16. 4pp.

1.

-9109300208 Environ assessment re conversion of provisional OL to full-term OL
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/16. 29pp.
59256:242-59256:270.

9109190218 Fa

ipplication for amend to License DPR-1 ^consisting of Amend

Application 198,revising TS Section 3.2, "Chemical & Vol Control Sys" to reflect in-
crease in amount of trisodium phosphate stored in containment racks.
RAY.H.B. Southern California Edison Co. 91/09/17. Document Control Branch (Docu-
ment Control Desk). 2pp. 59167:143-59167:188.

-9109190219 Application for amend to License DPR>l3,conststing of Amend Applica-
tion 198.revismg Tech Spec Section 3.2, "Chemical & Vol Control Sys" to reflect in-
crease in amount of trisodium phosphate stored in containment racks.
RAY.H.B. Southern California Edison Co. 91/09/17.11pp. 59167:145-59167:155.

-9109190221 Proposed Tech Spec Sections 3.2 re chemical & vd control sys,3.3.1 re
operating status for safety injection & containment spray sys & 3.3.3 re rnin boron
concentrations in RWST & safety infection lines.
* Southern CaBfomta Edison Co. 91/09/17.33pp. 59167:156-59167:188.

9109260019 Notification of contract executk>n,mod 6,Taak Order 12, "San Onofre.lrrtake
Structure Evaluation," to "Technical Assistance in Support of NRC Licensing Activi-
ties." Contractonvlking Sys Intl.

59221:010.

-9109280072 Ltr contract NRC-03-87-028,mod 6,fully funding Task Order 12, "San
Onofre.lntake Structure Evaluation," to 'Technical Assistance in Support of NRC L>
eensirM Activities."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN D-17621. 91/09/18.
SALUJAJ. viking Systems International. 1 p. 59221:010-59221:010.

9109300127 Notification of 910925 meeting w/uttt in Rockville.MD to discuss details &
status of outstanding licensing issues at facility.

BRADFUTEJ.O.   Project   Directorate   V.   91/09/19.   MURLEYT.,   MIRAGUA.F.,
RUSSELL.W. NRC - No Detailed Affiliation Given. 4pp. 59257:107-59257:110.

9109270080 Forwards nonproprietary WCAP-13047 & proprietary WCAP-13046, "As-
Bum Rept for SONGS 1 Thermal Shield Support Replacement Design." Proprietary
WCAP-13046 withheld (ref 10CFR2.790),  ^^     ^^        ^^
ROSENBLUM.R.M. Southern California Edison Co. 91/09/20. Document Control
Branch (Document Control Desk). 4pp. 59235:168-59235:238.

DIPIAZZA,R.P.'Westinghouse Electric Corp. 91/08/28. MURLEY.T. Document Control
Branch (Document Control Desk). 9pp. 59235:172-59235:181.

-9109270086 Nonproprietary WCAP-13047, "As-Built Rept for SONGS 1 Thermal
Shield Support Replacement Design."

GOOSSENJ.E., KUENZEUU., YU.C. Westinghouse Electric Corp. WCAP-13047. 91 /
08/31. 56pp. 59235:182-59235:238.

9109270116 Provides Acceptance Criteria for Reactor Vessel Thermal Shield Monitoring
Program in accordance w/License Condition 3.M, "Cycle 11 Thermal Shield Monitor-
ing Program" of Provisional Operating License DPR-13.

ROSENBLUM.R.M. Southern California Edison Co. 91/09/20. Document Control
Branch (Document Control Desk). 12pp. 59235:271-59235:282.

9109270131 Provides addl info in support of Amend Application I75,re programmatic
controls for Radiological Effluent TS & REMP in administrative controls section of TS
& relocation of procedural details to ODCM or PCP.per Generic Ltr 89-01.
ROSENBLUM.R.M. Southern California Edison Co. 91/09/23. Document Control
Branch (Document Control Desk). 3pp. 59252:288-59252:294.

-9109270136 Proposed Tech Specs re implementation of programmatic controls for Ra-
diological Effluent Tech Specs & REMP in administrative controls section of Tech
Specs & relocation of procedural details to ODCM or PCP.

* Southern California Edison Co. 91/09/23. 3pp. 59252:292-59252:294.

9109300176 Forwards Calculation DC-3608. "Sphere Shell Buckling Evaluation at San
Onofre Unit 1," per SEP Topic III-7.B. "Design Codes.Criteria & Load Combinations."
ROSENBLUM.R.M. Southern California Edison Co. 91/09/26. Document Control
Branch (Document Control Desk). 2pp. 59245:009-59245:166.

-9109300178 Calculation DC-3608, "Sphere Shell Buckling Evaluation at San Onofre
Unit 1"

*  Southern California Edison Co. DC-3608. 91/08/29. 158pp. 59245:011-59245:166.

Q. inspection reports, IE Bulletins & <

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list end.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hamnrter Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109160018 Forwards tnsp repts 50-206/91-21,50-361/91-21 & 50-362/91-12 on
910708-12 & notice of violation.

YUHAS.G.P. Region 5 (Post 820201). 91/08/28. RAY.H.B. Southern California Edison
Co. 3pp. 59096:332-59096:346.

-9109180030 Notice of violation from insp on 910708-12.Violation noted: on 910522,li-
censee radwaste shipment arrived at low-level radwaste burial S'1e w/loose cask tie-
down cables & not fully tightened metal expansion ring for holding cask.
* Region 5 (Post 820201). 91/08/28.1p. 59096:335-59096:335.

-9109180048 Insp repts 50-206/91-21,50-361/91-21   & 50-362/91-21   on  910708-
12.Violations noted.Major areas inspected:personal dosimeter program.radiological
survey program.health physics & chemistry staffing & occupational exposures.
CARSON.LC., YUHAS.G.P. Region 5 (Post 820201). 91/08/28. 11pp. 59096:336-
5909)6:346,

9109060055 Responds to NRC 910802 Itr re violations/deviations noted in Insp Repts
50-206/91-19,50-361/91-19      &      50-362/91-19      on      910601-0713.Corrective
actions-Procedure SO123-0-21 re equipment status control revised on 910819.
RAY.H.B. Southern California Edison Co. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 13pp. 59032:084-59032:096.

9109100100 Provides info requested in reporting requirements of NRC Bulletin 89-
001,Suppl 2 re Westinghouse SG tube mechanical plugs which are susceptible to pri-
mary water stress corrosion cracking.EncI withheld.

ROSENBLUM.R.M. Southern California Edison Co. 91/08/30. Document Control
Branch (Document Control Desk). 4pp. 59076:085-59076:088.

9109240448 Notification of contract execution: "Safety Sys Methodology Initiative Team
Insp San Onofre," awarded to AECL Technologies.

MANN.R. Division of Contracts & Property Management (Post 890205). NRC-03-90-
031. 91/09/13. SCHWINK.W.S. Program Management, Policy Development & Analy-
sis Staff (Post 870411). THOMAS7B.E. NRC - No Detailed Affiliation GK

59192:336-59192:338.

Given. 1p,

-9109240449 Ltr Contract NRO03-90-031, awarding Task Order 24,to "Safety Sys
methodology Initiative Team Insp - San Onofre."

g^^                                          91/09/

ROSSC.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:1 0*-59263:1 94.

91/09/19- RAY-H-B; Southem

